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August 18, 1016 2256 

Sec. 131. In all cases where a building or part of a building is used as a hotel, tene- 
ment, boarding house, restaurant, or eating place, or any business or manufacturing 
concern throwing off a greasy waste or slops, the owner or occupant shall provide a 
properly constructed grease trap, through which all slops of a greasy nature shall be 
drained, and the health officer shall have authority, and he is hereby authorized and 
directed to compel any person, firm, or corporation to provide and use a grease trap, 
of such dimension and construction as he may direct, whenever in his judgment the 
same is necessary, and it shall be unlawful for any plumber to connect a sink or any 
other plumbing fixture intended to receive such greasy waste in such building, or 
part of a building, with a private drain or a public sewer, without notifying the health 
officer before making such connection. 

Sec 132. No person, firm, or corporation shall injure, break, or remove any portion 
of any manhole, lamp hole, flush tank, or any part of the public sewer. 

Sec. 133. No person, firm, or corporation shall deposit any garbage, rubbish, dead 
animals, or any substance having a tendency to obstruct the flow of the sewer, in any 
manhole, lamp hole, flush tank, or sewer opening. 

Sec 134. It shall be the duty of the police, or any employee on the streets of the 
city of North Yakima, in all cases where they may find any person or persons engaged 
in the work of breaking ground for the purpose of making connection with public 
sewers or drains of the city, to ascertain at once if such person or persons are duly 
authorized to perform such work; and in the event of said persons not being duly 
authorized, or not having a permit, to order them to desist, under penalty of arrest for 
violation of this ordinance, and shall immediately report the fact to the health officer. 

Sec 135. No person or persons, firm or corporation, shall use for sewerage purposes, 
or connect any sewer, waste drain or pipe, or throw or deposit any slop, garbage, saw- 
dust, or offensive material in any of the irrigation ditches or canals in the city of North 
Yakima. 

Stables and Disposal of Manure. (Ord. A -205, Apr. 10, 1916.) 

Sec 99. No shed, stable, or other building where a horse, cow, or other animal is 
kept shall be nearer than 30 feet to any dwelling or residence or building occupied as 
such. 

Sec 100. Every stable, shed, or other building where a horse, cow, or other animal 
is kept shall have either within or immediately adjoining it a flyproof, covered, 
water-tight room, box, or bin for receiving and holding manure and litter accumulat- 
ing between the times of removal from the premises, and of such size and construction 
and located and ventilated as may be approved by the health officer. Such manure 
room, box, bin, or other receptacle, shall be kept tightly closed at all times except 
when in the actual use of filling or emptying same, and such room, box, bin, or recep- 
tacle shall not be overfilled, and shall be completely emptied at least once each week 
from April 1 to December 1, and the same shall be cleaned and disinfected with a 
solution of lime or any standard disinfectant whenever so ordered by the health officer. 

Sec 101. All yards surrounding stables or buildings where animals are housed shall 
be kept well drained and free from standing water and filth. 

Sec. 102. Under no circumstances shall any manure be thrown or deposited in any 
alley, street, or public place or on any vacant lot; but the scattering of manure on the 
lawn or garden for fertilizing purposes shall be permitted between November 1 of one 
year and April 1 of the succeeding year, provided the same is not of such a nature or 
in such condition as to be a nuisance. 



